ALL  SAINTS',  WACCAMAW 
GEORGETOWN  COUNTY,  S.  C. 

This  church  is  located  in  one  of  the  oldest  parishes  in 
this  country  where  services  were  first  held  in  a  chapel  on 
this  site  in  1739.  Parish  was  not  formally  organized  until 
1767.  The  present  building  replaces  the  old  structure 
destroyed  by  fire  in  1915. 

^  -  PhiiloKiaphy  by  Ernest  Ferguson 
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